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higher than St. Paul's Cathedral, and
its base greater than the whole of
Lincoln's Inn Fields. It is the oldest
of existing buildings in the world, for
it was erected some fifty-six centuries
ago.

The more the Great Pyramid is
studied the more marvellous it seems,
for, besides the wonder of its making,
its position and measurements go to
prove that the men who designed it had
a wonderful store of knowledge. It
seems clear that they fully understood
the size and shape of our planet, all
about its poles and equator, and were
also deeply learned in the lore of the
starry firmament. And so the Pyramids
stand, eternal abodes of great kings,
and to this day as impressive a wonder
as they were to the people of old time.

The Pharos of Alexandria.

Another Egyptian Wonder was the
Pharos or lighthouse of Alexandria, an
enormous tower of white marble built
on an island at the mouth of the Nile.
Its purpose was to guide mariners into
Egypt's principal port by day or night.
Alas, there is nothing left of it 1 Not
only the splendid tower, with its great
spiral staircase, has vanished, but even
the island on which it stood has sunk
beneath the restless waves.

The Colossus of Rhodes.

Rhodes, a large island lying close to
the south-west coast of Asia Minor,
was once a prosperous kingdom and
immensely rich. Its capital was the
best-planned city of the ancient world
and had two ports. At the entrance to
one of these ports stood the greatest
statue of the ancient world, cast by
Chares of Lindus about 280 B.C. It is
said to have been 120 feet high, but
there is no reason to suppose that it
actually bestrode th'e harbour. Fifty-
six years later it was overthrown by a
mighty earthquake, but its remains lay
where they had fallen for six centuries
till in A.D. 653 an Arab General sold
them to a Hebrew as old metal.

Just like ourselves, the Ancients
loved big things, and the statue of Zeus
at Olympia, though seated, was 40 feet
high. The father of the gods was
represented on a throne made of ivory,
and wore a mantle of gold. It was the
work of the greatest of ancient sculp-
tors, the Greek Pheidias, and with its
ornaments of precious stones must have
been a most glorious and beautiful
sight.
Diana's Temple at Ephesus.
Ephesus, though in Asia Minor, was
a purely Greek city, and in St. Paul's
time was the greatest trading town in
that part of the world. The Temple of
Diana stood a mile out of the city and
was originally built by Chersiphron.
On the very night that Alexander
the Great was born a crazy fellow,
called Herostratus, burned it down,
but it was rebuilt more splendid than
before with 127 magnificent columns,
each 60 feet high. Its site was dis-
covered in 1869, and diggings among
its foundations have proved that Anti-
pater was probably right in classing it
as a wonder of the world.
Just as the Colossus of Rhodes has
given us the word " colossal," so we
now use " mausoleum " for a specially
fine tomb. The original mausoleum
was the tomb of Mausolus, King of
Caria, built by his widow, Artemisia,
in 353 B.C.
A wonderful lion-guarded stairway
rose to a marvellous building of ex-
quisite columns, with a pyramid-
shaped roof crowned with statues of
Mausolus and his wife in a chariot.
The Mausoleum lasted for some 1,500
years before it fell into ruin. Its site
has been found and some of its remains
are in the British Museum.
The Hanging Gardens of Babylon.
Sixty miles round, Babylon in its
prime was itself a Wonder of the world.
The wall surrounding it was 200 cubits
high, 50 cubits thick, and had IOQ
brazen gates. On the east side of the